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I. deta ils t 

Geographical Sketch of Yongamp 1 o-ri : 


The follov&ng is an explanation to the geographical sketch of Yongamp’o-ri 
( Yongcn 1 ^n-gun , 1' *y^ngan-bukto) , particularly the governmental buildings 
and the Yang9i Honorable Wounded Veterans* Hospital: 
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1. Ward Ho. 4 : A singLe storied structure of the Yangsi Honorable 'Wounded 
Vetorans' Hospital, constructed during the Japanese occupation, with a 
cement tile roof, measuring approxir-ately 25 motors long, five (5) meters 
wide and three (3) meters hi^h. 


2. Toilet : A brick structure, used by the patients accomodated in Ward Ho. 4, 
with a oement tile roof and cement coated walls, measuring approximately 
six (6) meters long, three (3) meters wide and three (3) meters high* 

3« Dining Hall : A single-storied wooden structure annexed to Ward No. 4, 
constructed during the Japanese occupation, with a cement tile roof and 
lime plastered walls, measuring approximately 20 meters long, six (6) 
meters wide and 3*5 meters high. 

4* Former Refinery : Following the Liberation, this building was destroyed 
by Japanese, yet there is a ramsackle building which had not- been used 
since the Liberation; This refinery occupied an area approximately 100 
meters square, and in which there is a large chimney, measuring approxi- 
mately 96 meters in height and eight (8) meters in diameter at its base, 
with reinforced concrete structure. 

5. Pharmacy: A one (l) -storied structure of brick annexed to Ward No. 4 

and Ho. 5, with a cement tile roof and lime walls, measuring approximately 
20 meters long, six (6) meters wide, and four (4) meters high. 

6. Bathrour. & Barbersho : A single storied structure of brick' annexed to 
Ward No. 4 and To. 5, constructed during the Japanese occupation, with a 
cement tile roof, measuring 25 maters long, 15 meters wide and six (6) 
motors high • 

7. X-ray Laboratory : A single storied wooden structure annexed to Ward No. 

5, constructed during the Japanese occtipation, with a cement tile roof 
and lime walls, measuring approximately 20 meters long, six (6) meters 
wide and four (4) meters high. 

8. rHrviwp; Kan « a singLe storied wooden structure annexed to Ward No. 5, 
constructed during the Japanese occupation, with a cement tile roof and 
lime walls, measuring approximately 20 meters long, six (6) meters wide 
and three (3) meters high. 


COKFIDliiTIAL 






Sanitized Copy Approved for Release 2010/05/26 : CIA-RDP80T00246A041 500430001 -3 



i i : ; , .LiiLiiimj.ii l iBimm ■ i i in 11 i i|| g 1 1 

Sanitized Copy Approved for Release 2010/05/26 : CIA-RDP80T00246A041 500430001 -3 


JO:. FI, A. Ti AI. 

\ ■cco ;m t. i ri ^ i Ofilco : . .. oin::l.v otoriod v.-ocdon structure oiusuxod 
tc ,ard ao. 5, constructed during the Japanese occupation, vrith a co;.nnt 
tile roof, measuring approximately 20 meters long, six (6) meters wide 
and three (3) meters high • 


- frA rc°* A single storied wooden structure, constructed during the 
Japanese occupation, with a cement tile roof and lime walls, measuring 
approximately 20 meters long, six (6) meters wide and three (3) meters 
high. 


11. Nurses' Quarters: “ single storied brick structure occupied by nurses 
working at Ward No. 5, constructed during the Japanese occupation, with a 
cement tile roof, measuring approximately 20 meters long, six (6) meters 
vddo and three (3; meters high. 

12. Ward No. 5: At this spot, there are eight ( 3 ) buildings, each of which 
is one U; -storied wooden structure, constructed during the Japanese 
occupation, with a cement tile roof, measuring approximately 18 meters 
long, five (5/ meters wide and three (3) meters high. 

13. Laboratory t A single storied wooden structure annexed to Ward No. 4 

and ti°. 5> constructed during the Japanese occupation, with a cement tile 
roof and lame walls, measuring approximately eight (8) meters long, 
threo (3) meters wide and 2.5 meters high. 

14. Ward No. At this spot, there are two (2) buildings of the same 
construction that of Item 13. 


15. 


Toilet ; 
Item 2. 


Used by the patients of Ward Mo. 5, with the same style of 


16. ’Ward Ho. 5: 


this building ’was used by a certain primary 
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school* It was constructed during the Japanese occupation, as a 
one (1) -storied wooden structure, with a cement tile roof and unpainted 
board-walls, measuring approximately 50 meters long, ten (10) meters wide 
and six (6) meters high. 


!?• Toilet: Used by the patients of Ward ho. 5, built in the same style as 
Iten 2. 


18 * No. g: There are four (4) buildings, constructed during the Japanese 

occupation, each of which is a one (l) -storied wooden structure, with i-im* 
walls, measuring approximately 20 meters long, five (5) meters vide and 
three (3; meters hi$i. 

, 4 ; At this spot, there are seven (?) buildings, constructed 
during the Japanese occupation, each of which is a one (l) -storied wooden 
structure, with a cement tile roof, measuring approximately 18 meters 
long, five (5) meters wide and three (3) meters high. 
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2 . ■-•inin~ Tall ; A single storied woo don structure a .noted tc .<nrd -u. 4, 
constructed during the Japancoeoccupation, viith a cement tile roof, 
measuring approxir atelj' eight (0) meters vri.de, four (4) waters high and 
25 meters long. 

21. Nurses 1 carters : A Korean style structure in square shape vias owned by 
a land-owner. It accor.m.odatcs nurses viio are working at both h'ard wo. 

4 and I o. 5. It measures approximately 60 meters long, three (3; meters 
wide and three (3) meters hi$i. 

22. X-ray Laboratory : A single storied brick structure, annexed to Ward Wo. 4, 
and constructed during the Japanese occupation, vrith a cement tile roof 
and lime walls, measuring approximately 30 meters long, 15 meters wide and 
four (4) meters high* 

23. Unused Railroad : AH rails of this track were removed prior to the 
outbroak of the Korean war. It was constructed when the refinery was 
build in this district. 

24* Sales Store : This store sells goods to the personnel and patients of the 
Yangsi Hospital. This is a single storied wooden structure, constructed 
during the Japanese occupation, vrith a cement tile roof and unpainted 
board-walls, measuring annroxirately 25 meters long, six (6; meters wide 
and three (3) meters high . 

25. Yonga? n'o Jonsumers 1 Guild U tore : Single story brick structure, with a 

cement tile roof and lime walls, measuring approximately 30 meters long, 
ten (10) meters wide and five (5) meters high. This building was repaired 
and extended in 1956. ^ 

26. Toilet: Used by the patients of Ward No. 1. It is the same type as Item 2 

27. Yongar.p'o-ri Peopled Committee : Formerly, this building was used by v.ard 
Mo. 1 of the Yangsi Hospital and was evacuated before August 1957 for the 
use of the Yongamp'o-ri People's Committee. It is a single story brick 
structure, constructed during the Japanese occupation, with a cement tile 
roof and lime walls, measuring approximately 15 meters long, 15 meters 
wide and five (5) meters high. 

23. Yangsi Honorable hounded Veterans hospital hall : This building is used 
by the Technical Deputy Chief and hospital library as well as the meeting 
hall. It is a single storied wooden structure, constructed during the 
Japanese occupation, with a cement tile roof and lime walls, measuring 
approximately 20 meters long, five (5) meters wide ana three (3) meters 
high. 

29. Fain building. Ward No. 1 : There are various operation rooms and medical 
treatment rooms in this building. This building was used by the Yongch’^n- 
gun People's Cormittee until the Administration Districts neo rgani za t ion . 

It is a single story brick structure, constructed during the Japanese 
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occupation, with a cement tile reef and lime walls, built in 'V 11 since, 
measuring an'roxi, atnly 100 meters long, ter. (10/ meters vide nan six (6/ 
meters high. 

30. Nurses* quarters ; A Korean style structure, in square shape, measuring 
approximately 60 meters long, three meters wide and 3.5 meters high. 

It accommodates nurses who are working at Ward Nc«o 1, 2 and 3. 

33 . Ward *io« 1 : A single storied wooden structure, constructed during the 
Japanese occupation, with a cement tile roof and lime walls, measuring 
approximately 15 meters long, five (5) meters wide and three ( 3 ) meters 
high . 

32. 'Ward No. 1 : This building is the same style as that of Item 31. 

33 • Accounting Deia.rtn.ent Warehouse, Ward No. 1: A single story brick 

structure built in "L" shape, constructed during the Japanese occupation, 
with a cement tile roof and lime walls, measuring approximately 25 meters 
long, five (5) meters vide and three ( 3 ) meters high. 

34. Dining hall. Ward No. 1 : A single story half brick and half lime structure, 
constructed during the Japanese occupation, with cement tile roof, measuring 
approximately 20 meters long, six ( 6 ) meters wide and three ( 3 ) meters high. 

35. Toilet; Used by the patients accommodated in Ward No. 1, is the same 
structure as Item 2. 

36. Primary School : There are several buildings used by the Yongamp*o-ri 
Primary School. These buildings were constructed during the Japanese 
occupation, and each one is a single story red brick structure, with a 
tin roof, measuring approximately 45 meters long, 15 meters wide and 
five ( 5 ) meters high. 

37. Ward No. 1 : A single story wooden structure, constructed during the 
Japanese occupation, with a cement tile roof, measuring approximately 
20 meters long, eight ( 8 ) meters wide and three ( 3 ) meters high. 

38. Pharmacy : Supplies medicines to Ward Nos. 1, 2, and 3. A single story 
wooden structure, constructed during the Japanese occupation, with a cement 
tile roof and lime walls, measuring approximately 15 meters long, five ( 5 ) 
meters wide and three ( 3 / meters hijgi. 

39. School Building : This building was constructed during the Japanese 
occupation, and the structure is the same as that of Item 36 . 

40. Ctorhlnolarmgological Section : A single story brick structure, constructed 
during the Japanese occupation, with a cement tile roof, measuring approxi- 
mately 15 meters long, five ( 5 ) meters wide and three ( 3 ) meters higi. 

41. Ward No. 1 : A single story wooden structure, with a cement tile roof and 
limewalls, measuring approximately 25 meters long, five ( 5 ) meters wide 
and three ( 3 ) meters high. 
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42* '■■ard :<c, 1 : structure io tho same as t'..at of tho Iter.. 31, 


43. •>.ard Ho . 1 • A single story red brick structure, constructed during the 
Japanese occupation, with a cement tile roof , measuring approxir.iaiely 
20 meters long, seven (7) meters wide and four (4) meters high. 


44. Accounting Department Warehouse & Patients* Ward. Ward Ho, I t A single 
story wooden structure, constructed during the Japanese occupation, 
with a cement tile roof, measuring approximately 20 meters long, eight 
(8) meters wide and three (3) meters high. 


45. Tuberculosis Section, Government Hospital : A single story brick structure, 
constructed during the Japanese occupation, with a cement tile roof, 
measuring approximately 30 meters long, 15 meters wide and five (5) 
meters hi#>. 


46. Medical Treatment Rooms. Ward So, 2 : A single story wooden structure, 
constructed during the Japanese occupation, with a cement tile roof and 
lime walls, measuring approximately 15 meters long, five (5) meters wide 
and three (3) meters high* 

47. Ward No, 1 : This is the same structure as that of Item 46. 

4#. Ward Ho, 2 : A single story brick structure, constructed during the 
Japanese occupation, with a cement tile roof, measuring approximately 
40 meters long, 20 meters vdde and five (5) meters high. 

49. Cpe ration Room. Ward No. 2: This is the same structure as that of 
Item 48. 


50. Main Building. YongclWn-gun 6th Junior Middle School : A singLe story 
brick structure, measuring approximately 50 meters long, 15 meters wide 
and five (5) meters high, with a cement tile roof. Until Aufjjst 1956, 
this building was used by the Yongch Vn-un Senior Middle School. 

51. School Building, Yongch » gfo-gun 6th Junior Middle School . A structure 
of half brick and half lime walls, constructed during the Japanese 
occupation, with a c orient tile roof, measuring approximately 20 
meters long, five (5) meters wide and three (3) meters high. 

52. Main Office Building. Yangsi Honorable Wounded Veterans* Hospital : 

There are the Hospital Chief Office, Hear Department Chief Office and 
the Rear Department Office in this building. It is a single story 
brick structure, with a tin roof, measuring approximately 30 meters 
long, ten (10) meters wide and six (6) meters. higi. 

53* Labor & Staff Department. Yang Honorable 'Wounded Veterans* Hospital : 

A singLe story brick structure, constructed during the Japanese 
occupation, with a tin roof and lime coated walls, measuring approxi- 
mately 20 meters long, five (5) meters wide and three (3) meters high. 
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54* Rear Dennrbr.errt Warehouse : A circle rtory brick structure, construct' d 
during the Japanese o ecu patio: , with a tin roof, measuring a u ~ roxi:: a r,ely 
30 meters long, ten (10) meters v/ide and five (5) meters hi^h. 


55. Rear Department Warehouse ; A single story brick structure, constructed 
during the Japanese occupation, with a tin roof and cement coated walls, 
measuring approximately 20 meters long, seven (7) meters wide and four 
(4) meters high* 


56. Hospital Headquarters 1 Laboratory - Chiefly, this laboratory works for 
Ward Nos. 1, 2 and 3* It is a single story brick structure, constructed 
during the Japanese occupation^ with a cement tile roof and lime coated 
walls, measuring approximately 20 meters long, six (6) meters wide and 
three (3) meters high. 

57. Cultural Pern rtment : A single story red brick structure, constructed 
during the Japanese occupation, with a cement tile roof, measuring 
approximately 25 meters long, ten (10) meters wide and three (3) meters 
high. 

58. Ward No. 1 : Of the same structure as that of if ton 31* 

59. Ward No. 1: Of the same structure as that of Item 31* 

60. Ward No. 1: Of the same structure as that of Item 31. 

61. Bathroom. Barbershop & Laundry : This building is annexed to Ward Nos. 

1, 2 and 3* It is a single story brick structure, constructed during 
the Japanese occupation, with a red tile roof and lime ooat-d walls, 
measuring approximately hP meters long, 15 meters wide and six (6) 
meters high. 

62. Yonganu^o Post Office : A single story brick structure, constructed during 
the Japanese occupation, with a cement tile roof and lime coated walls, 
measuring approximately 25 meters long, ten (10) meters wide and four 

(4) meters high. Since the Japanese occupation, it has been used as 
the post office building. 


63. Blood Transfusion Section £ Dental Section : A singLe story brick 
structure, constructed during the Japanese occupation, with a red tile 
roof and lime coated vails, measuring approximately 20 meters long, 
five (5) meters wide and four (4) meters high. 

64. Reception Section : A two (2)-storied bride structure, constructed 
during the Japanese occupation, with a cement tile roof and lime coated 
walls, measuring approximately 2 5 meters long, ten (10) meters wide and 
eight (3) meters high. The second floor of this building is used as the 
Recreation Hall, provided with pin-pong tables. 

65. Main X-ray Laboratory: This laboratory works not only for Ward Nos. 1, 

2 and 3 hut for the hospital personnel and their families. It is a 
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single stor- s«»ono structure, c. uioru ctcd during tho Japanese occupation, 
vdth a flat reini’orced concrete roof, measuring approximately 20 meters 
long, aix (6) meters wide and four (4) meters higi. 


66 • Yongamp ' o-ri Primary School: A single story structure, constructed during 
the Japanese occupation and used as a primary school since then, with 
a cement tile roof and half red brick and half board walls, measuring 
approximately 50 meters long, 15 meters vide and five (5) meters high. 


67. Former Yongamp » o-rl P eople » s Committ ee: The district people’s committee 

evacuated the building [arid moved to the building mentioned 

in the Item 27 • This is a single story brick structure, constructed 
during the Japanese occupation, with a cement tile roof, measuring 
approximately 20 meters long, eight (8) meters wide and four (4) meters 
high. 
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68 . 


Consumers’ Guild Store : A single story wooden structure, constructed 

with a cement tile roof and board-walls, measuring 25X1 

approximately 15 meters long, four (4) meters wide and three (3) meters 
high. In this area, there is an open-air market, and there is no 
store building except the Consumers’ Guild Store. 


69 • Yongamp ’ o-ri Market : It is an open-air market, approximately 100 meters 
scruar e of area. 


70. Toilet; Used by the patients accommodated in Ward No. 3, constructed 
in the sane style as that of Item 2. 

72. I ain Building, Ward No. 3 ; A two (2) -storied structure, constructed 
during the Japanese occupation, with a tin roof and half brick and half 
boaru walls, measuring approximately 80 meters long, 20 meters wide and 
eigit (8) meters higi. There are medical treatment roans in this 
building. According to the inscription engraved on the wall of this 
building, it was constructed in 1936, and since then it was used as a 
church. 


72. Toilet : Used by those who work for Ward No. 3, and built in the 

same structure as that of Item 2. • 

73* Accounting Department Warehouse. Ward No. 3: A singLe story, "L"-shaped, 
wooden structure, constructed during the Japanese occupation, with a 
c sclent tile roof and mud walls, measuring approximately 25 meters long, 
throe (3) meters wide and three (3) meters high. Formerly, this hiii di n g 
was occupied by the general public as a residence. 

74. Dining Hall, 'Ward No. 3 : A single story wooden structure, with a 
c orient tile roof and lime walls, measuring approximately 20 meters 
long, six (6) meters wide and three (3) meters high. 

75. Yongamp’o~ri Internal Affairs Sub-Station : A single story brick 
structure, with a cement tile roof, measuring approximately 2 5 meters 
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Ion;., ten (10) cdors *,4do and rive (5) motors high. Until the 

Aft inistrstivo districts aeorgeni zaticn, it was used by tho Yor.gch '^n- 

gun Internal .-a X airs Station. This buil ding a: as a basement . 

the basement was used as 

Jail. 
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76. Hospital Headquarters' Pharmacy : A single story brick structure, 
constructed during the Japanese occupation, with a rod tile roof, 
measuring approximately 25 meters long, ten (10) meters wide and four 
(A.) meters hi#u This pharmacy supplies medicines to all subordinate 
organizations of the Yangsi Hospital. 

77. Accounting Department, Ward No. 3 i A single story structure, constructed 
during the Japanese occupation, with a cement tile roof and half brick 
and half lime walls, measuring approximately ei$rt (8) meters long, and 
three (3) meters wide and three (3) meters hifji. 


78. Hospital Security Department : A two (2)-storied brick structure, 

constructed during the Japanese occupation, with a ce. ent tHe roof, 
measuring approximately 20 meters long, eight (8) meters wide and 
eight (8) meters high • 


CBSHlfliAL XmjjT: 


during the Korean V/ar, this district did not suffer any war damages. Until 
the Administrative districts Reorganization, this district was the YongchVn 
county seat, host of all the buildings in this district were constructed 
during the Japanese occupation as Japanese style structures • At present, 
the Yangsi Honorable Wounded Veterans’ Hospital occupies a major portion of 
the buildings in this district, which were formerly used by governmental 
organizations. The characteristics of this district are that all the 
buildings occupied by the iangsi Honorable .founded Veterans' Hospital are 
painted in vhite, inside and outside^ in order to observe sanitation. 
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